1610                                  UNIT  CONSTKl'CTION   COSTS
1 pc. 30 ft.., 2 it in. diameter 1 pc. GO ft., 2 {| in. diameter shafting. 1 pc. IK ft., 2 if in, diameter shafting. 1 pc. 18 ft., IS A in. diameter shaftinn-1 pc. 22 ft., 2 A in. diameter Hhufting. 1 pc. U) ft., 2 i7f in. diameter .shaft ing. 1 pc. 4 ft., 2 iTff in. diameter shafting.
Many pulleys ranging from JO in. to t>8 hi, diameter, with m.H'essary hangers, collars, boxes, eta.    (See Fig. 19.)
Account 8721— Motor.
This account covens the purchase price* and rust of installing; the following motor.
One 40-h.p., 440-voit, tt-plmst% WV-rydt*, HfrfHr.jun. motor. (See Pig. 20.)
Account 8722 -Lighting.
This covers the cost of the following  material  and  the labor of installing it.
17 carbon lamps                       111 r,,ji,
«'i ttingKteuM                             2f»0 watt
240 ft, brewery run!
KK) ft. conduit,
3UO ft* No. 12 \veat!ierj»n»i»f wire. (See Fig. 23.)
Genera!
Account 8804   Furniture and Fixtures. This account covers the furnituri*aml fixtures jwrdwsfii for the* sniciltor
office, which to elate* has not betm hiiilt. Tlw furnitun* is in use In the temporary officu»H*
Wartt'hcittse
Account 8810   Excavation* This wan the samo as 8701.
Account 8811   Foundation, Tins wan the samo as 8702, savt* that tht* walls WITI* higher.
Account 8812   Steel Structure,
This huiUliiig is tho samit typt* IIH the* boiler niitl uiarhiu^ Hliop,Hf nave a corrugated iron roof was nstnl in plar«« t»f n woo«t ami pap«*r c-ovoring. There were 28.5 toiw of Htructural Htm*! us«ul anti I.'{.2(J tott« of corrugated iron, (Sea Fig. 20.)
Account 8812.1— Doors, Windows        Frames,
The doors for tho wurelummi wi*n* sitniiar to tin..' hoil«r awl machine shops. The lintels over tint windows itmi doors \v«»n* thci name as in...........	..............            21.92
